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i: ~ OR ge poor pore 
corona measuring installation cre was constructed at the vet, AEG 
Fabriken fir er rete Hochspannungsschalter, VEB (TRO), on a lem 
Soviet order and was delivered ‘to Russia in December 1949 - January 
te, alg 
a This report is sent to you for ‘retention in thé belief that it may be 
of interest to you. 
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